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LOGS 

REF; EG? 174 

1, P LEA SE INVESTIGATE THE FEASIBILITY OF PROVIDING 1 | WITH 

A DROP TANK INSTALLATION AT A MORE REASONABLE COST, THE I I 

PER SET COST INDICATED IN EOF 174 IS CONSIDERED TOO HIGH FOR EXPEND- 
ABLE TYPE DROP TANK, 

2 0 ADDITIONALLY , PLEASE DETERMINE IF THERE IS SOME LEAN’S OF 
DOING AWAY WITH THE PERMANENTLY INSTALLED "PYLON STUB’** WE V/QULD 
PREFER TO HAVE TLB TANK DROP AERODYNAMIC ALLY CLEAN, POSSIBLY SIMILAR 
TO THE B-47 INSTALLATION „ 

3 n PLEASE ADVISE 0 
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